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MEMORANDUM FOR: Deputy Director, National Foreign Assessment 


Center 
FROM: Clifford D. May, Jr. 
Associate Deputy Director for iainietiet ion 
SUBJECT: Cable Dissemination 
REFERENCE: Your memorandum of 22 March 1979, same subject 


1. In response to referenced memorandum I have instructed 
the Office of Commmications and the Office of Data Processing to 
" proceed in the implementation of Option 1. I will advise you 
when we have a firm schedule. I have asked the OC budget officer 
to work with your budget office on the transfer of funds for the 
terminal procurement. 


2. It occurs to us that there may be advantages to locating 
the terminal in the Cable Secretariat rather than the Operations 
Center. In this manner we can better use the facility to service 
other non-NFAC distribution requirements and can avoid splintering 
the distribution function. I suggest that our representatives 
explore this matter in greater detail before we settle on the final 
location of the terminal. 


3. I agree that this step must be viewed as an interim 
measure. Hopefully SAFE will provide the long-term solution, at 
least for NFAC. 
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Clifford D. May, Jr. 
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